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1. Location: 


On Moscow Street in Riga (56958'N/24°06'E), Latvian SSR, 500 meters 
south of the railroad bridge crossing the Dvina River, opposite the 
synagogue, 


2. The plant is a two-story stone building covering an area 25 x 30 meters. 
3. Work Perces 

The builaing detail for construction work numbered 250 men. 
4. Number and kind of boilers: 

Bight boilers each with 11,000 liters volumetric capacity. They will 


allegedly be operated at full capacity and will serve for the 
fermentation of penicillin. 


5. Machinery: 

American machines, still packed in boxes. 
&. Completion of the plant: 

A plant section employing 80 female workers started production on 8 May 1948. 
7. Managing engineer: Willi Schmidt from Duesseldorf (K 52/F 39). 
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The plant will allegedly produce penicillin. It was learned from Soviets that 
it will be a modern compound to be used for curing VD. According to Soviet 
information, a similar plant is in Moscow (5504 5'9N/37°35E) « The construction 
of the plant started in 1946. The existing plant building was enlarged. A 
section of the plant was already producing on a limited scale. Research is 
also done in the plant. Some parts of the newly built plant will start pro- 
duction at the end of 1948. 


Locations 


On Moscow Street in Riga. An island, about 800 to 1,000 meters Long and 
800 meters wide,is in the Dvina River arm opposite the plant. Small houses, 
gardens, and a sawmill are on the island. — 


Plant installations: 
See attached layout sketch and legend. 


Women doctors and other personnel work in the plant building No. 6a. They 
wear white smocks, The Section No. 6 was to be completed by 15 October 1948 « 
Production was to be started soon in Building No. 7. Work was done in one 
shift. 


round, brown bottles standing in the yard. Their volumetric 
capacity was about 250 cubic centimeters-[___| tney are used 95X14 
for the shipment of the products. At the entrance of the building was a 
civilian guard, checking only the working PWs. . 


The plant is between the highway to Daugavpils and the Dvina River arm, about 
500 meters from the railroad bridge crossing the Dvina River. The construction 
of the plant started in 1945 and was to be completed by the end of 1948. Most 
of the machinery had already been installed in the plant. According to the 
ee the plant was to produce penicillin. It was 

said to be the second plant of this kind in the Soviet Union. The first , 
penicillin factory was reported to be in the Moscow area. 


A three-story building, covering an area of 40 x 50 meters, was completed in 
rough brickwork at the time of observation. A larger building covering an 
area of 70 x 20 meters was already completed, It had Laboratory rooms on the 
second floor, The office and residential building as well as the machine and 
boiler house were also completed. Small and large machines arrived during 
the time of observation, They were immediately installed in the various 
buildings. 


|Gomment : 


According to the description[_____————sidithe plant is on Moscow Street in the 
narrow housing block No. 72, etc. The island of Svirgsdu-Zala is opposite 
the plant. 
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Power station, 15 x 7 meters, one-story structure, part of tue 
bui.din, (Se) is ucstroyea. 


Funp suation, witu tro Yernin ~iston puups {cach machine < uieters 
long) 


Two under: round tanks vith « volumetric capacity of 5,000 iiters 
each, The wentioned tuo piston puaps puzp tne Liquid from these 
tenas. tie tanks are under the surcace & to 5 meters fro. tue 
puns station, One tank is said to be cililed with ether, tne 
other oe with aceton.[ ———__|siows not Know waere tue liouia is 
paged. 


Plant building, 30 x 10 meters. On tne ~round floor are dour or 
five boilers aith a volumetric capacity of 8,JvU dite-s each, The 
boiiers ave supported 1.5 meters above suriace. 


lart og tus buiading vhere prouuction ass been starteu. In this 
part are round boilers about 1.5 eters iu dinseter, vYouebulig 
was ansarently being sioved in tue boliers. .fci volicr is 
ecuipped with a uotor. ‘The bol.ers «re solidly lastaliea, They 
are ciosed by dids on top aud are cowjectea itn tue piping 
systei, No firing treilities were obseiveu. 


Heating instaliation. here is 4 Gea On 
ithe Lar.e €,00u-liter boliers rescu into tac upper floor of the 
puilding, where sxdvitional snail builders are instalied. 


vew plant annex (50 x 70 meters}, It is « woresnop ouliain,. as 
hig ag a thre. story structure, It nouses tic sollorin,, insval- 
dations: 


Metsl brsing 4 x «< x 1.5 netere. 


Two ierpe ‘nmerie:n ventilators. ripes, 5U cn in dimeter, are 
installed o. tie valis. [| rresuned Lacy #re counected sith 
tue ventilators. 

Ventilators, 

T45 scetion is nob used. Ii is « taurecestory structure, Un tne 
upoer floor ere senil boilers ranving Gro: en to 5Cu Liters 
enpacity. jie boilers are crovided vith nolors, Inere Arce 2Ls0 
aboul ¢irht boilers, tne capacity of whien source csticrted Ab 
1,020 liters. sive amerie+n centrifuges are .slubiisnea uere, 
connected vita a cloing syslen. 


Mey boiler uouse (15 x 15 weters, 4 Gouresiury strucbure wilh a 
Seneber seted s.oxestaci.). Ivo bricxwork furnaces were bo oe 
puiit, dub wars bd not started. 
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